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OFFICE OF THE CORONER 

February 6, 1971 


Mr. Harold Weis berg 
Cog d'Or Press 
Route #8 

Frederick, Maryland 21701 
Dear Harold: 

Enclosed are Derrell Collom's thoughts in reply to the three specific 
questions that you raised in your letter of 30 January 1971. I hope that this 
information will prove to be of some value to you. 

With kind regards . 

Sincerely, 


, M.D., J.D. 

CHW/mg 
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